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MEMGRANDUM FOR: Project Dlrecter of Administration 


SUBJECT Status of Systeme I Through VI 


a 


REFERENCES : A, Memorandum for the Record, dated 20 December, 
same subject (SAPC-22677) 
B, Memorandum for Project Director, dated 
6 December 1957, subject "Forthcoming 
Klimination of Systems I and HE (SAPC-22159) 


1, I betieve ET a:emoranduc (Reference A.) contains the 
full answers to your inquiry about the further use of Ramo-Wosoldridge 
peracanal in the field (Reference B.)} 1 will add only the foliowing remarks tp 


2, Firet, although I have agreed in priacipie with [BD ta: 
Comme may altimately have the capability to perforn: field operation and 
‘maintenance of all electronics systems, you will note that 
does net expect that he will be able to assume these respoasibilities with 
respect to System IV until January 1955 at leant. Ifesl this is equivelent to 
saying that for the present the maintenance of System IV will be the responsi- 
bility of Ramo- Wooldridge personnel but that we hope Commo will eventually 
be abla to take ever this responsibility, 


3. Second, with respect te the other electronics systems, [ have 


oade the decision described by EJ but as is aware, thie 20X1A 
is to be the subject of one final discuasion betwaan 25X1A 


and myself to make sure that Cormmo {se planning communications arrange- 
ments which are fully adequate to the task. 
25X1A 

4. Third, have specifically advised BD that I think ewe 
should consider whether, to insure adequate seperation aad maintenance of 
electronics equipment, Ea should he added te the T/O of each 
Detachment, perhaps to replace EBB Commo technicians. Hf this should 
seem desirable I weuld till prefer that the engineers be furnished by Commo 
out it might be necessary at least in the interim period to recruit HE engineers 
irom R-W, 


AMB :dim RICHARD M,. BISSELL, JR. 
l-Addressee 5-Pre, Diz, Chrons Project Director 
2-Dep. Pre. Dir. GoPro. Dir FU 
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